Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 JIDDA 03947 021206Z 
ACTION COME-00 

INFO OCT-OI NEA-IO ISO-00 EB-07 PASS-00 /0I8 W 

02I2I8Z 035475/44 

R 020700Z JUN 77 
FM AMEMBASSY JIDDA 
TO SECSTATE WASHDC 8525 

UNCLAS JIDDA 3947 

E.O. 11652: N/A 
TAGS: EAIR 

SUBJ: TRADE PROMOTION - AVIONICS 

TO: RONALD P. BARRET 
KING RADIO CORPORATION 
400 N. ROGERS ROAD 
OLATHE, KANSAS 66061 
PHONE: (913) 782-0400 
TELEX: WUD 4-2299 

1 . RE YOUR LETTER OF MAY 4, JUST RECEIVED, WE BELIEVE 
THAT POSSIBILITY EXISTS FOR YOUR AVIONICS TO FIND GOOD 
MARKET IN SAUDI ARABIA IF THE QUALITY, PRICE AND MARKET- 
ING ARE COMPARATIVELY COMPETITIVE. 

2. WE SUGGEST THAT YOU EXTEND YOUR STAY IN JIDDA ONE 
OR TWO MORE DAYS TO ENABLE YOU TO VISIT WITH ENOUGH 
POTENTIAL CLIENTS. MEETINGS WILL BE BETTER ARRANGED AETER 
YOUR ARRIVAL JIDDA. WE WILL HAVE LIST OE POTENTIAL 
CUSTOMERS AND WILL HELP TO FIX APPOINTMENTS FOR 

YOU. 

3. AMERICAN EMBASSY 
JIDDA, SAUDI ARABIA. 

HORAN 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 JIDDA 03947 021206Z 

NOTE BY OC/T: JIDDA 3947 PASSED ABOVE ADDRESSEE. 
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